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ACTION OES-05 

INFO OCT-01 10-10 ISO-OO EUR- 12 /028 W 

094559 

R 171329Z JUL 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 6133 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 6146 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA/U.S. SPECIALISTS MEETING ON CONTROL ROOM DESIGN, 
SAN FRANCISCO, JULY 22-24, 1975 

REF: IAEA VIENNA 6015 

AGENCY ADVISES THAT FOLLOWING THREE BELGIANS DESIGNATED 
BY DIRECTOR GENERAL TO ATTEND SUBJECT MEETING: 

A. MR. R. JACOBS, LA SOCIETE WESTINGHOUSE ELECTRIC SA. 

B. MR. EMMANUEL VUYLSTEKE, DEPTY DIRECTOR, LA SOCIETE 
TRACTION ET ELECTRICITE. 

C. MR. PHILIPPE MARQUE, CHIEF ENGINEER, LA SOIETE 
TRACTION ET ELECTRICITE.LABOWITZ 
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